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MID-MONTHLY COMMENT 


This is the first of several issues of the Mm-MoNTHLY JouRNAL to be 
devoted to various activities of the American Dental Association. This 
series has been inaugurated in order to bring to members a greater knowl- 
edge of the services, facilities and materials that have been prepared by 

‘various agencies of the Association to aid dentists in all phases of their 
professional work. 

Through its bureaus and committees, members can obtain information 
on state and federal legislation, dental health educational material, 
motion pictures, pamphlets on a great variety of topics, social and eco- 
nomic studies, data on therapeutic agents and materials used in dentistry, 
lantern slides and reports on dental education. In addition, the Associa- 
tion provides counsel and assistance on the many problems that are com- 
mon to dentists and dental societies. 

These facilities have not had the full use which their value and im- 
portance warrant. The articles of this series will describe the many 
services that are available in the hope of broadening their usefulness to 
all members of the American Dental Association. 


The Journal of the American Dental Association. Vol. 32, No. 14. Published 
by the American Dental Association, 222 East Superior St., Chicago 11, Il. 
Yearly subscription $5.00. Entered as second-class matter, May 27, 1942, 
at the postoffice at Chicago, Ill., under the act of August 24, 1912. Pub- 
lished semimonthly. Copyright 1945 by the American Dental Association. 
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NEW RESOURCES FOR DENTAL HEALTH EDUCATION 


Dental health education has long been recognized as having an essential place in 
any successful program for the improvement of dental health. It is indispensable 
(1) in bringing about an increased awareness of the value of dental health and 
(2) in persuading persons to take the necessary steps to secure and maintain an 
acceptable level of dental health. Once these two things are accomplished on a large 
scale, a perceptible improvement in the quality of dental health must follow. 

There have always been ardent advocates of large and elaborate educational pro- 
grams based on the use of commercial advertising in magazines and newspapers of 
tremendous circulation. The successful promotion of many commercial products 
by this method has apparently yielded a point in their favor. A,more realistic ap- 
praisal will reveal, however, that such schemes are impermanent and costly beyond 
all limits of present resources. 

In the past three or four decades, dental health education has been well estab- 
lished in a continuing program through the efforts of dentists, teachers and public 
health workers. Through work done in the schools and by dental divisions in states 
and communities, an effective contribution has already been made to better dental 
health. These programs, long suffering from a chronic lack of funds, need to be 
extended under the protection of adequate resources of money and personnel. They 
must also be integrally related to the provision of dental care, which is essential to 
complete the influence of dental health education. 

The passage of a bill (S. 1099) now pending before Congress will not only make 
such an extension possible, but Will also provide funds to unearth new resources in 
the methods and materials of dental education. 

The Bureau of Public Relations of the American Dental Association has played 
a leading part in bringing this importance of dental health education to the atten- 
tion of the public and of the profession. Through its pioneering, its cooperation with 
other groups and its unceasing and sound efforts at a balanced educational program, 
it has left its mark on dental health education in the United States. The members 
of the Association can advance the cause of dental health education by making use 
of the resources that the Bureau has developed. 
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Public and Professional Relations Activities Are 


The founders of the American Den- 
tal Association, aware of dentistry’s re- 
sponsibility to the public which it serves, 
incorporated in the Association’s Con- 
stitutional and Administrative By-Laws 
the following objects: “To disseminate 
knowledge of dentistry and dental dis- 
coveries ; to enlighten and direct public 
opinion in relation to oral hygiene, den- 
tal prophylaxis and advanced scientific 
dental service. . . .” 

Since its inception, the Association has 

endeavored to attain these objectives by 
various means and methods. Early in 
_its history, the Association appointed a 
committee on oral hygiene and dental 
health education. The activities of this 
committee were so successful that they 
resulted in the establishment, in 1924, 
of a bureau of dental health education 
with a full-time director in charge. In 
1931, the name of this bureau was 
changed to the Bureau of Public Rela- 
tions. 

Since then, the Bureau’s activities 
have expanded so that it now employs 
five full-time employes and one part- 
time employe and the consulting services 
of a firm of publicity counselors. A 
committee of four members of the Coun- 
cil on Dental Health, known as the Pub- 
lic Relations Committee, serves as an 
advisory committee to the Bureau. 

The principal objective of the Bureau 
of Public Relations is to educate the 
public, by every ethical means available, 
to a greater appreciation of mouth 
health and to encourage the American 
people to take better care of their teeth 
and the teeth of their children. This 
it does through the use of various means 
such as the printed page, charts, posters, 
the radio, motion pictures, slides, exhibits 
and newspaper ,and magazine pub- 
licity. 

Adhering to the sound principle that 
national dental health must ultimately 


Described by Director of Bureau of Public Relations 


rest upon adequate preventive and cor- 7 


rective dental treatment for children, 
the Bureau directs most of its energy 


toward the field of children’s dentistry. 7 


Much of its educational material is de- 


signed for use in schools by teachers | 
and children. All of it is keyed to pre- 


vention and early correction. 


. Material for School Use 


With the aid of its advisory commit- 
tee and educational consultants, the 
Bureau has developed a wide variety of 
educational leaflets, pamphlets, posters 
and charts for class room use. This ma- 
terial is graded for various age groups 
and prepared to appeal to the different 
age levels. 

“Tommy’s First Visit to the Dentist” 
is a booklet designed especially for the 
preschool child, for the purpose of pre- 
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Lon W. Morrey, D.D.S., Director of the 
Bureau of Public Relations. 


paring him for his first experience in the 
dental office. 

Seat work, or “busy” work, coloring 
leaflets, for the first, second and third 
grades, provides the teacher with dental 
educational material for children in the 
primary grades. 

A slightly move elaborate booklet, 
“Jack and Joan,” provides supplement- 
ary reading material for fourth graders. 

A set of four colorful, artistic posters 
for the primary grades and a set of eight 
dental health charts for the junior and 
senior high school level furnish the 
schools with additional authentic dental 
health material. 

For the teacher’s guidance, there is a 
forty-page, profusely illustrated booklet 
entitled “Your Child’s Teeth.” 

Two special posters, one for girls and 
one for boys, and a leaflet are available 
for high school physical fitness programs. 
The Bureau also distributes two dif- 
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ferent types of toothbrushing charts, one 
for children and one for adults. 

Through an agreement with Walt Dis- 
ney Enterprises, the American .Dental 
Association employs Mickey Mouse, 
Pinocchio, Snow White and other fa- 
mous Disney characters to carry a dental 
health message to children both in the 
classroom and in the private dental of- 
fice. Rubber molds of Snow White and 
the Seven Dwarfs from which dentists 
can make plaster models for souvenirs 
for children are particularly popular. 

In addition, the Bureau furnishes to 
teachers dental health playlets and stor- 
ies which they can integrate with their 
dental health educational programs. 


Printed Material for Adults 


Although most of the Bureau’s ma- 
terial is designed for child education, the 
adults are not neglected. The Bureau 
has assembled and prepared twenty-four 
articles, each dealing with a_ specific 


Dental health charts. 
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Dental health educational pamphlets. ° 


phase of dentistry and each prepared by 
a specialist in his respective field. All 
are written in lay language. The busy 


dentist finds these articles particularly 
valuable and practical ‘as they coveg 
most of the questions that are frequently 
asked by patients. Their subjects rangg 
from dental care during the prenatal 
period and dental care for the preschogh 
child to the why and how of toothbrusht 
ing and the care of dentures. Some @f 
the most popular of these pamphlets are 
“Your Teeth—How They Grow,” “Dem 
tal Caries: Causes, Prevention and Com 
rection,” “Orthodontics,” “Diet and 
Dental Health,” ‘“Dentifrices and 
Mouthwashes,” “Diseases of the Gumi 
and Other Supporting Tissues of thé 
Teeth and Their Treatment,” “Que# 
tions and ‘Answers on the Care of Chik 
dren’s Teeth” and “X-Rays and Yout 
Teeth.” 

In addition, the Bureau of Public Res 
lations distributes a number of miscel 
laneous items, some of which are pre 
pared by other bureaus in the Associa 


Booklets on dental socio-economics. 
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The Bureau maintains a large library of radio material for component society use. 


tion, such as a “Dental Health Program 
for the United States” and a “Dental 
Care Plan for Low Income Groups,” 
prepared by the Council on Dental 
Health; “Dentistry as a Professional Ca- 
reer,” prepared by the Council on Den- 
tal Education, and “‘A Study of the Den- 
tal Needs of Adults in the U. S.,” 
prepared by the Committee on Eco- 
nomics. 

Under the heading of miscellaneous 
items for the private practitioner may 
also be mentioned recall cards for adults 
and children, appreciation cards for re- 
ferred patients and the A.D.A. Appoint- 
ment Book, “A professional book for 
professional people.” Bound in black 
imitation leather and lettered in gold, 
it has a dignity that makes it fitting for 
the best appointed office. Besides appoint- 
ment pages and a recall section, it con- - 
tains information regarding A.D.A. serv- Appointment Book for members. 
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ices to members which users have found 
invaluable. 

~The Bureau also publishes and dis- 
tributes the “Atlas of the Mouth,” pre- 
pared by Massler and Schour, of the 
University of Illinois. The atlas is de- 
signed especially for the dentist, physi- 
cian and dental and medical students. 
It is equally popular with high school 
and college libraries. Its 104 pages are 
bound in beautiful, durable leather. Its 
180 illustrations, nineteen of which are 
in color, interpret innumerable normal 
and abnormal conditions of the mouth. 
Each of its forty-nine full-page plates is 
accompanied by a page of interpreta- 
tive text and references. 

“Teeth, Health and Appearance” is 
another more detailed book published by 
the Bureau. Written in lay language and 
profusely illustrated, it has proved most 
popular both in the private dental office 
and in school libraries. 


Visual Education 


Motion pictures and stereopticon slides 
become more and more popular in the 
field of education. The Bureau main- 
tains a large library of all the acceptable 
dental health educational films and lends 
these to dental societies and other organ- 
izations and individuals interested in the 
promotion of mouth health. A small 
charge is made to cover the cost of serv- 
icing and the users pay the express 
charges. 

Last year, the Bureau developed a 
new film, entitled “The Student Flyer,” 
for high school use. The cost of produc- 
tion was borne by the Educational De- 
partment of Weco Products Company 


and 300 prints were distributed to state 


and municipal health departments and 
boards of education throughout the 
country. 

The Bureau was also instrumental in 
interesting the Army Dental Corps in 
developing a dental training film for 
men in service and it assisted in the 
production and direction of this twenty- 
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five minute film, entitled “Dental 
Health.” The Training Division of the 
U. S. Army has furnished prints to all 
Army Corps areas, the principal hospitals 
and training centers. All soldiers in train- 
ing are required to see it as part of their 
basic training. 

Motion pictures, while extremely valu- 
able in dental health education, do not 
cover the entire field. Stereopticon slides 
for certain types of audiences are equally 
important. The Bureau maintains a 
library of more than 6,000 standard and 
2 by 2 inch slides which it lends for lay 
educational purposes. It also furnishes 
prepared stereopticon slide lectures to 
members who are required to speak to 
local audiences. There is a small service 
fee, with added express charge, for both 
the motion picture and the slide service. 


Radio 


Ever since 1930, the American Dental 
Association has employed the radio to 
disseminate dental health information. 
It maintains a library of approximately 
250 radio broadcasts ranging from five 
minute lectures to fifteen minute dra- 
matic programs. These it furnishes state 
and component dental societies for use 
over local stations. 

Last year, the Bureau developed a 
series of thirteen electrical transcriptions 
entitled “Tales from Ivory Towers.” 
Each transcription consists of an excerpt 
from a standard book for children. In 
addition, each carries a short dental 
health message. “Tales from Ivory Tow- 
ers” was developed for the child audi- 
ence. The series was designed to arouse 
interest in good literature as well as to 
encourage children to take better care of 
their teeth. Both the American Library 
Association and the Junior League of 
America have found these broadcasts 
very valuable. Through their coopera- 
tion and the cooperation of state libraries, 
the Bureau has distributed a number of 
sets of these transcriptions to local broad- 
casting stations. 
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Newspapers help keep the public informed. 


Publicity 

The Bureau of Public Relations directs 
the Association’s publicity service, an 
activity that has grown tremendously 
since its inauguration in 1938. News re- 
leases are issued routinely on the average 
of twice a month to the wire services and 
at least once a month to a select list of 
science editors. As the occasion arises, 
special stories are reproduced in mat 
form for a select list of 1,200 newspapers. 

The Bureau does not believe in fur- 
nishing publicity material to newspapers 
simply for the sake of placing the Ameri- 
can Dental Association’s name before 
the public. It follows the policy of fur- 
nishing the press with straightforward 
information regarding dental activities. 
This policy is paying direct dividends in 
prestige. The Association’s reputation 
for fair and honest dealing with the 


newspapers is such that invariably the 
wire services carry all Association stories 
presented to them and science service 
editors use Association material with in- 
creasing frequency. 

The Bureau employs a publicity coun- 
seling service on an annual basis, and the 
highly trained staff of the publicity coun- 
sel has proved invaluable in advancing 
the Association’s interests with the press. ° 
The Bureau has not had an opportunity 
to compile last year’s publicity figures, 
but 1943 press clippings indicated that 
American newspapers carried over 3,800 
dental stories. These papers had a com- 
bined circulation of 110,564,361 readers 
and the articles totaled over a half mil- 
lion agate lines. 

In addition to issuing routine and spot 
news releases, the Bureau has prepared 
several series of newspaper articles en- 
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Your dental I. Q., a dental health column for local papers. 


‘titled “Your Dental 1.Q.” Each series 
consists of twenty-four illustrated news- 
paper articles. They are furnished in 
either mat or plate form to component 
dental societies for use in local news- 
papers. 
At frequent intervals and on appropri- 
_ate occasions, the Bureau furnishes spe- 
cial newspaper articles to local dental so- 
cieties for insertion in local papers. 
During the past year, the Bureau pre- 
pared eight special articles for magazines 
and four special articles for encyclo- 
pedias, plus material furnished to feature 
writers which was published by fifteen 
industrial magazines. 


Exhibits 
Three-dimensional material in the 
form of static or motivated exhibits has 


proved popular with dental societies and 
other organizations in the promotion of 
dental health. Each -year, the Bureau 
prepares one or two new exhibits on 
various dental subjects, which it lends 
to state and local societies and other or- 
ganizations. These are used largely at 
state and county fairs, for window dis- 
plays and at health gatherings. 

Last year, the Bureau prepared and 
presented to the Smithsonian Institution 
a new exhibit on dental health, which 
has become a part of the Institution’s 
permanent health display. 

This year, the Bureau completed an 
exhibit on cancer of the mouth designed 
specifically for display in dental society 
meetings. The cancer exhibit consists of 
sixteen translight enlargements of mouth 
cancer cases. It was designed in co- 


Mip-MonrH iy 


operation with the American Cancer So- 
ciety to stress the dentist’s responsibility 
in recognizing and diagnosing early can- 
cerous lesions of the mouth and lips. 

A small rental, plus costs of transpor- 
tation, is charged for the Bureau’s ex- 
hibits. 

Naturally, since the war, and with the 
cancellation of meetings and conventions, 
the Bureau’s exhibit activities have 


lagged. At the termination of the war, 
a heavy increase in the demand for this 
type of material is expected. 


Editorial Service 


In addition to developing and supply- 
ing the different types of material listed 
above, the Bureau and its advisory com- 
mittee furnishes editorial service to pub- 
lishers and authors of health textbooks 
and manuals. The Bureau keeps in con- 
stant contact with most of the school 
textbook publishers and has been instru- 
mental in interesting publishers in sub- 
mitting their dental texts to the Public 
Relations Committee for review and 
criticism. This service has been greatly 
appreciated by both authors and pub- 
lishers as it has resulted in correcting 
many erroneous statements found in 
older editions. 

As this aspect of the Bureau’s activi- 


ties increases, it is hoped that more and * 


more publishers will take advantage of 
this service and that eventually all pub- 
lishers will submit their dental text to 


The Bureau provides dental societies with 
exhibit material. Write for list. 


the Bureau and its advisory committee 
before publication. 


Films for Pan-America 


Last year, in cooperation with the As- 
sociation’s International Relations Com- 
mittee and Motion Picture Committee, 
the Bureau of Public Relations trans- 
lated and duplicated eleven technical 
dental motion picture films for distribu- 
tion in South and Central American 
countries. This good neighbor ‘project 
was jointly sponsored by the American 
Dental Association and the Coordinator 


_of Inter-American Affairs. Reports re- 


ceived from several of the Latin Ameri- 
can countries indicate that this under- 
taking was distinctly worth while and 
further that after the war this service 
may be extended to European and Asi- 
atic countries, thus widening the Ameri- 
can Dental Association’s influence abroad 
as well as at home.—Lon W. Morrey. 


222 E. Superior St., Chicago 11. 


PARTIAL LIST OF HEALTH EDUCATIONAL MATERIALS 


The Bureau of Public Relations has available for sale or loan many 
types of dental health educational materials. Some of these have been 
prepared for distribution to the public, while others will be of greatest 
value to dentists. It has been possible to print only a partial list of avail- 
able materials in this issue. A complete catalog can be secured on applica- 
tion to the Bureau of Public Relations, American Dental Association, 


939 
le 
— 
of 
on 
ds 
at 
is- 
od 
on 
ch 
n’s 
an 
ed : 
sty 
ith 
:0- 


Tue JouRNAL OF THE AMERICAN DENTAL ASSOCIATION 


DENTAL HEALTH EDUCATIONAL MATERIAL 


Pamphlets on Mouth Health 


la.What Is the Truth About Teeth? 
1b.How Early Should Dental Care 
lc.Dental Care for the Preschool Child. 
1d.Dental Care for the School Child. 
le.School Programs for Dental Health. 
1f.Oral Diseases. 
1g.Irregularities of the Teeth. 
2a.Your Teeth—How They Grow. 
2b.Dental Caries: Causes, Prevention and Correction. 
2c.Orthodontics. 
2d.Diet and Dental Health. 
2e.Vincent’s Infection of the Mouth. 
2f.Filling Materials for Teeth. 
2g.Dentifrices and Mouthwashes. 
2h.Endemic Dental Fluorosis or Mottled Enamel. 
bs Diseases of the Gums and Other Supporting Tissues of the Teeth and Their Treatment. 
-Questions and Answers on the Care of Children’s Teeth. 
ak The Why and How of Toothbrushing. 
2L.X-Rays and Your Teeth. 
Pamphlets mentioned above are 5c per single copy; 50 copies, $2.00; 100 copies, $3.00; 
500 copies, $12.50; 1,000 copies, $20.00. 
. Disease Conditions of the Mouth and Their Relation to Health. (Write for noe 
rices. ) 
utline of Lectures for Undergraduate Nurses 
. Your Teeth and Your Baby’s Teeth (a prenatal booklet). (Write for quantity prices.) 
. Outline of Lectures for Public Health Nurses and Teachers 
The Care of Children’s Teeth. (For adult audience.) ..............eeeseeeeeeeees 
. A Constructive Program for Dental Health 
. Endocrines and Dentistry. (Write for quantity prices.) Single copy 
. Your New Teeth. (Write for quantity prices.) Single copy 
. Postoperative Instructions to Dental Patients. (Write for quantity prices.) Single copy 5c 


19. The King’s Soldiers (story) 

20. Stepping Stones to Happiness (dental playlet) 
20a.Bad Baby Molar (dental playlet) 

22. Sells Health-O Circus (dental 
22a.The Magic Basket (dental playlet) 

22b.The Dream Court (dental ghayict) 

22c.A Toothbrush Fantasy (dental playlet) 
22d.Where’s My Toothbrush? (dental playlet) 


Miscellaneous 


24a.Dental Health Program for the United States 

25. Dental Care Plan for Low Income Groups 

27b.Dentistry as a Professional Career, by the Council on Dental Education 

30a.A Practical Dental Health Educational Program 

30b.Education of the School Child for Dental Health, by J. M. Wisan, D.D.S............ 
32a.Pyraglazed 84 x 15 inch McCall chart (Decay in First Permanent Molar) 

33a.Public Health Aspects of Vincent’s Infection, by J. M. Wisan, D.D.S............... 
36a.Instructions for Speakers, by Evelyn C. Schmidt 

40c.Rhobotham Children’s Dental Examination and Record Cards 75c per 100 


-40e.National Dental Inspection Chart for School Children ; 75¢ per 100 


41a.52 diversified newspaper articles, each 350 words in length Per set $2.50 

41b.52 diversified newspaper articles, each 200 words in length Per set $2.50 

41c. Dental I.Q.” 24 educational newspaper articles written in and — form. 
Plate form ..... Per set 3h 50 
Mat form 

42. Patient recall cards and envelopes. (Write for quantity prices.) Per hundred 

44a.Appreciation cards for referred atients 100 cards and envelopes 1, 50 

44d.Facts About Orthodontics for 
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44e.Development of Human Dentition Chart, by Schour and Massler. 12 x 18 inches, three 
colors, suitable for framing. (Write for quantity prices.) Single copy 

44f.A Study of the Dental Needs of Adults in the U.S 

44h.Cancer of the Mouth. (Write for quantity prices.) Single copy 


Motion Picture Film Service 


16 mm. dental educational films may be rented for $1.00 a day or $3.00 a week, plus shipping 
charges both ways, except those marked *. Charge is made for each day of use before an audi- 
ence, but no charge for time in transit. The renter is held responsible for injury to films. In re- 
questing films, please state the ones desired and for how long. Following is a description of the 
films available: 


“Our Teeth” (16 mm., sound, 15 minutes.) Synopsis: Animated drawings illustrate the de- 
velopment and eruption of teeth, dental anatomy, progress of dental caries. It emphasizes the 
importance of early and regular care by the dentist. (For high school and adult groups.) 


*“About Faces” (16 mm., color, sound, 25 minutes.) Synopsis: Relates the dental experiences 
of a young man from infancy to early adulthood. The value of early and regular dental care is 
particularly stressed while the advantages of nutrition and mouth hygiene are likewise shown. 
(For upper grade children and adults.) Rental: $2.00 per showing; $6.00 per week. 


“About Faces” (16 mm., black and white, sound, 10 minutes.) Synopsis: Essentially the same 
as the color version except that the opening and closing scenes take place at an induction center, 
giving it a war, or defense, significance. 


*“Nature Shows the Way” (two reels, 16 mm., 25 minutes). Produced by the Dental Board 
of the United Kingdom (Great Britain). Synopsis: Shows teeth and eating habits of various 
animals and birds. Compares their teeth with those of man. Emphasizes the four dental hygiene 
rules; diet, exercise, cleanliness and dental attention. (For elementary school children.) Rental: 
$2.00 per showing; $6.00 per week. 


“How to Brush Your Teeth” (16 mm., silent, 8 minutes, about 200 feet) Synopsis: Presents 
an acceptable toothbrushing technic for children. It is titled in such a manner that it is of 
interest to children of school age. The technic is demonstrated in a child’s mouth and is simpli- 
fied for ease of comprehension. (For elementary school children and parents.) 


“The Smiles 'Have.It” (16 mm., sound, 15 minutes.) Synopsis: Mary Jane and Tommy report 
to their dentist for their regular dental examination. They learn how to brush their teeth and 
why small cavities in the teeth should be filled. ‘The dental assistant takes the children to the 
zoo where they learn about animals’ teeth. A picnic lunch serves as a diet lesson and a tree 
surgeon repairing a decayed tree illustrates how and why teeth are filled. (For elementary 
school children and parents.) 


“Value of a Smile” (16 mm., sound, 15 minutes.) Synopsis: Mary Jane and Tommy are given 
a dental health project by their teacher. By obtaining information from their family dentist, his 
assistant and an orthodontist, the children learn the value of regular dental examinations, x-rays, 
toothbrushing, orthodontic treatment and diet. Armed with this information, the children pre- 
pare an excellent dental health project book. (For elementary school children and parents.) 


“Life of a Healthy Child” (16 mm., both silent and sound, 15 minutes. ) Synopsis: Illustrates 
activities of a normal child. Habits of cleanliness, correct diet, play, visits to dentist and physi- 
cian are emphasized. (For parent-teacher groups or child audiences. ) 


“The Student Flyer” (16 mm., sound, 16 minutes) Synopsis: Jim Barnes, a high school stu- 
dent and flying enthusiast, is unable to master his flying instructions. A physical examination 
discloses that his visual acuity is below par. A dental examination reveals dental infection. This 
is removed and Jim successfully completes his training. (For high school students. ) 


“How Teeth Grow” (16 mm., 15 minutes.) Synopsis: Eastman classroom film for health 
education. Shows in interesting and instructive manner growth and development of temporary 
and permanent teeth. Demonstrated through use of animation, models and subjects of various 
ages. (For children and adults. ) 


“Care of the Teeth” (16 mm., 15 minutes.) Synopsis: Eastman classroom film for health edu- 
cation. Shows various phases of care of teeth such as diet, care by dentist, brushing and home 
care. Useful in giving fresh support to activities of dental hygiene program. (For individuals 
above fourth grade. ) 
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“Nature—Builder of Teeth” (16 mm., 15 minutes.) Synopsis: Shows the development of teeth 
from birth to adulthood. Explains the part played in facial development by the erupting forces 
of teeth; also effect of nutritional disturbances and illness on tooth development; mottled teeth, 
normal and abnormal occlusion. Written lecture accompanies film. (For upper grade children 
and adults.) Can be purchased for $35, or rented for usual rental fee. 


“Betty's Crooked Teeth” (16 mm., 15 minutes.) Synopsis: Betty is taken to the dentist for 
orthodontic treatment. The orthodontist explains with models, x-ray films and drawings the 
causes, prevention and correction of crooked teeth. Subsequent scenes show Betty after her 
teeth have been straightened and her improvement in health, looks and scholastic standing. (For 
upper grade children and adults.) 


“The Road to Health and Happiness’? (16 mm., both silent and sound, 15 minutes.) Synopsis: 
General child health film with special emphasis on dental health. Stresses diet, rest, exercise, 
school examination, immunization and dental hygiene. (For both children and adults.) 


*“Behind the Smile” (16 mm., color, sound, 15 minutes.) Synopsis: The story is introduced 
by showing a series of beautiful action shots of typical people including a brand new baby, a 
toddler, school children—on into college—building homes—establishing families—with the smile 
always an asset, depicting the importance of good dental care. Stresses the importance of dental 
supervision during pregnancy, infancy, the preschool, school and adolescent periods. (For 
adults.) Rental: $2.00 per showing; $6.00 per week. 


“Forms and Uses of the Teeth” (16 mm., silent, 10 minutes.) Synopsis: Comparative 
anatomy of various s of animal teeth and the uses to which they are put—poison fangs of 
snake, cutting: teeth of beaver, elephant tusks, walrus tusks, sharp teeth of the lion. Different 
types of teeth—incisors, canines, molars. Human teeth—types and uses and importance to 
health. (For children and adults. ) 


“The Life of Your Artificial Denture’ (16 mm., 15 minutes.) Shows how gum resorption 
alters the relationship of jaws and dentures, causing loss of masticatory efficiency, defective 
hearing, tongue interference, inability to open the mouth properly, loss of muscle tone and facial 
changes. (For adults.) 


“Facial Changes” (16 mm., 15 minutes.) Models and photographs show the result of wearing 
dentures too long without refitting. Frequent replacement of dentures prevents uncontrollable 
resorption of gums and ridges which cause facial changes. (For adults.) 


“Partial Dentures and Bridges’ (16 mm., 15 minutes.) Models demonstrate how teeth shift 
after the loss of a tooth, and pyorrhea and further tooth loss follow. Different types of bridges 
and partial dentures are shown and how their use can prevent serious dental destruction is dem- 
onstrated. (For adults.) 


“How to Use Artificial Dentures’ (16 mm., 15 minutes.) Demonstrates how to masticate 
with artificial dentures. Shows the importance of proper vertical relation to denture stability 
and appearance. (For adults.) 


Technical Film: “The Physiology of Mastication” (16 mm., 30 ininutes.) Synopsis: Study of 
jaw movements of various animals exhibiting types of mastication as an introduction to study of 
human beings. Animated skulls and cartoons are synchronized with mandibular movements of 
animals. The film shows that “three point contact” and “bilateral balanced occlusion’ never 
occur in lower animals during process of incising and chewing tough, resistant foods. 


Technical Film: “Mechanics of Balance in Dental Prosthesis” (16 mm., 15 minutes.) Synopsis: 
Depicts clinical application of unilateral balance to prosthetic dentistry. Film is a continuation 
of the above-mentioned film, “The Physiology of Mastication.” 


*Technical Film: “Manipulation of Matrices” (16 mm., color, 30 minutes.) Synopsis: Dem- 
onstrates the use of various kinds of matrices for amalgam fillings such as: one and a half slip 
band; tinner’s joint; T-band; floss band; brad joint; soldered, seamless and x-ray film band. 
(Excellent for dental society meetings.) Rental: $2.00 per showing; $6.00 per week. 


Lantern Slide Service 


Lantern Slide Rental Service: . 


The Bureau has a large collection of slides (both 34 by 4 inches and 2 by 2 inches). A 
complete list will be furnished on request. Any selection of slides may be rented on the basis of 
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$1.00 a day or $3.00 a week, plus shipping charges both ways. No charge is made for time in 
transit. The renter is held responsible for all breakage. 
Lantern Slide Lectures: 


“Prevention of Dental Decay” (for adult audiences) ; 34 slides. (Requires about 40 minutes 
to present.) Covers tooth development, anatomy, diet, cleanliness, dental attention, progress 
and results of decay, pyorrhea and Vincent’s infection. No written lecture. 


*“The Care of Children’s Teeth” (for adult audiences) ; 47 slides. (Requires 1 hour to pre- 
sent.) Dental anatomy, eruption, diet, cleanliness and dental attention. Written lecture included. 


“Nature, Builder of Teeth” (for adult audiences); 17 slides. (Requires about 30 minutes 
to present.) Written lecture included. 


“History of Dentistry’ (for adult audiences) ; 26 colored slides. (Requires 45° minutes to 
present.) A synopsis of dentistry from 3500 B.C. to date. Written lecture included. 


“Syphilis: The Dentist’s Part in the Program of Control” (for adult audiences) ; 14 slides. 
(Requires from 30 minutes to 1 hour to present.) No written lecture. 


“Teeth and Personal Appearance” (for high school and adults) ; 33 colored slides. (Requires 
30 to 45 minutes to present.) Deals entirely with the relationship between teeth and personal 
appearance. Before and after pictures of good and bad teeth of elementary and high school 
children, young and old men and women. How to prevent poor dental conditions. No written 


_ lecture. 


*“Dental Health for the High School Student”; 32 slides. (Requires 40 minutes to present.) 
Tooth development, diet, cleanliness—regular dental attention. Results of dental neglect. Writ- 
ten lecture included. 


“What Every Woman Knows’ (for women’s clubs); 40 slides. (2 x 2 inch slides only.) 
(Requires about 30 minutes to present.) Stresses the relationship between good teeth and 
personal charm. Explains how and why the mouth should be kept in a healthy condition. 
Written lecture included. 


“The Teeth and Their Care” (for school children of fifth to eighth grades); 13 slides. 
(Requires about 30 minutes to present.) Written lecture included. 


*“Your Teeth and Your Health” (5th to 8th grade children) ; 43 colored slides (also film 
strips). (Requires 45 minutes to present.) Written lecture included. 


“Every Child’s Treasure” (for school children of first six grades); 31 slides. (Requires 30 
minutes to present.) Written lecture included. 


*Available in both standard and 2 x 2 inch slides. 


Lantern Slide Sales Service: 
The Bureau will make duplicates of its stock slides for you. It will also make slides from illus- 


trations, negatives or x-ray film furnished by you. 


Sound Slide Film Lecture 


“The Mortons Make Some Changes’ (35 mm., sound slide film, 27 minutes) (NOTE: A 
sound slide film projector is required to project this film. The illustrations are on slide film, the 
lecture is on a phonograph record.) Synopsis: Father, a plant superintendent, becomes ill and 
“rundown.” Grandmother whose dentures are old and ill-fitting is persuaded to go to the dentist 
for new ones. Father accompanies her. The dentist, after explaining how infected teeth affect 
health, corrects father’s dental conditions and constructs new dentures for grandmother. Dental 
care for mother and the children follow with subsequent better health and appearance for all. 
(For high school and adult groups.) Rental: $2.00 per showing; $6.00 per week. 


Special Notice: Please address all orders to the Order Department, American Dental 
Association, Bureau of Public Relations, 222 E. Superior St., Chicago 11, Ill. In order 
to eliminate unnecessary bookkeeping and correspondence, please order by number 
and remit the amount of your order at the time of ordering. Remit by postoffice money 
order or stamps. Please do not send personal checks for amounts of less than one dollar. 


fe 

a 


NEWS OF DENTISTRY 


Permit Not Granted for 
Annual Meeting of House of Delegates 


The annual meeting of the House of 
Delegates of the American Dental Asso- 
ciation, scheduled for Chicago, Septem- 
ber 17-19, will be deferred in accordance 
with the request of the War Committee 
on Conventions. This announcement was 
made July 3 by Harry B. Pinney, Gen- 
eral Secretary, who stated that the ap- 
plication to hold the annual meeting 
had been in compliance with present 
regulations governing conventions of 
more than fifty persons. The decision 
of the War Committee on Conventions 
was that “the meeting should be de- 
ferred.” 


Senate Hearings Held on 
A.D.A. Dental Program Bills 


Hearings on bills to provide funds for 
intensified dental research and to make 
grants-in-aid available to states for den- 
tal purposes were held before a sub- 
committee of the Senate Committee on 
Education and Labor in Washington, 
June 26-28. During the three-day session, 
there was no formal opposition to either 
bill. The testimony given at the hearings 
will appear in a later issue of Tne 
JourNaL. 


Army and Navy Dental Corps 
Bills Move Toward Enactment 


Two important bills affecting dental 
officers in the Army and Navy moved 
toward enactment last month when the 
“right to command bill” (S. 916) was 
sent to the President and when the Naval 
Dental Corps bill (S. 715) was given a 
favorable report by the Senate Commit- 
tee on Naval Affairs and passed by the 
Senate. 

The first bill grants Army dental offi- 
cers the right to command within the 
entire Medical Department, a right they 
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‘sion’s statement follows: 


have had only within their own corps upi 
to the present time. : 
The second. bill will correct some off 
the inequalities that exist in the admingaay 
istration of the Naval Dental Corps. The 
Senate Committee, in reporting favor 
ably, said that the bill “will give them 
Navy Dental Corps considerably moré q 
autonomy and . . . this will increase them 
morale of dental officers.” : 


Redeployment of Dental Officers 
to Depend on Theater Commanders 


The redeployment of dental office 
who are now on duty overseas is a dew 
cision that can be made only by them 
theater commander concerned. Thisg 
clarification of status was made by them 
Dental Division, Office of the Surgeomil 
General, in reply to a letter from Cam 
Willard Camalier, War Service Comem 
mittee, asking for additional information 
on the routine under which dental offs 
cers would be assigned to the Pacifiag 
Theater. The text of the Dental Diva 


. You are informed that officers on aul : 
in theaters are not under the assignem 
ment jurisdiction of this office (Dental Dive 
sion, Office of the Surgeon General) until such 
time as they are released to us. This is usw 
ally after they have cleared a redistribution 
station in the Continental United States. All 
officers returning from overseas and reported 
to this office for reassignment are placed of 
duty in the United States. 

Redeployment to another theater of officery 
now on duty overseas is a decision that cam 
be made only by the theater commander comm 
cerned. It cannot be expected that all experaay 
enced and battle-trained personnel will beg 
relieved from overseas duty, even though they 
have a high adjusted rating and there are 
available other officers who have not had over 
seas experience. Final determination in each 
case depends on the needs of the service. 

The War Department has made and will 
continue to make every effort to return all 
personnel to an inactive status as rapidly aim 
conditions of war permit. 
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